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Message Text 


UNCLASSIFIED 

PAGE 01 TOKYO 10919 210203Z 

54 

ACTION OES-06 

INFO OCT-01 EA-09 ISO-00 SSO-00 HEW-06 /022 W 

082786 

O210145Z JUL 76 

FM AMEMBASSY TOKYO 

TO SECSTATE WASHDC IMMEDIATE 954 

UNCLAS TOKYO 10919 

FOR OES/APT/BMP, MR. WALSH 

E.O. 11652: N/A 
TAGS: TPHY, TBIO,JA 

SUBJECT: US-JAPAN COOPERATIVE MEDICAL SCIENCE PROGRAM 

REP: STATE 169905 

1 . LETTER OF US DELEGATION CHAIRMAN BENNETT IN REFTEL HAS 
NOT BEEN RECEIVED BY KUROKAWA. MOFA AND MHW HAVE ASKED 
EMBASSY TO INQUIRE WHEN AND HOW LETTER WAS MAILED. 

2. SINCE REFTEL REQUESTED KUROKAWA'S REPLY TO LETTER 
PRIOR TO JULY 20, EMBASSY WOULD APPRECIATE RECEIVING 
CABLE CONTAINING KEY POINTS OF LETTER AS SOON AS POSSIBLE 
SO THAT KUROKAWA CAN RESPOND TO PROPOSAL QUICKLY. 
SHOESMITH 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: SCIENTIFIC COOPERATION, MEDICAL SCIENCE 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 21 JUL 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976TOKYO10919 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760279-0999 
From: TOKYO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 976/newtext/t1 9760734/aaaabecs.tel 

Line Count: 41 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 STATE 169905 
Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 26 MAY 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <26 MAY 2004 by chengls>; APPROVED <16 NOV 2004 by ElyME> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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